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( ii ) For three phase connection. 
Rs. 60 / - (Rupees sixty ) per month for 
the first 3KW and Rs. 10 / - (Rupees ten ) for 
every additional 1 KW or part thereof” . 


Department of Power 


( iv ) in item 3 , Tariff LT -p /Motive Power , in 
Notification 

the Minimum charges , for the words and 
NO : 2 / 20 / 86 - PS & WD . 

figures " Rs. 10 / - (Rupees ten ) " , the words 

and figures " Rs. 5 / - (Rupees five ) " , shall 
In exercise of the powers conferred by section 

be substituted . 
23 read with section 51- A of the Indian Electricity 
Act , 1910 (Central Act 9 of 1910 ) , the Government ( v ) in item 4. Tariff LT- Ag / Agriculture , for 
of Goa hereby amends the Government Notification 

the Minimum charges , the following Mini 
No. 2 / 20 / 86 - PS & WD dated 27-6-1988 (hereinafter 

mum charges shall be substituted , na 
referred to as the principal Notification ), as 

mely : 
under : 

“ Minimum charges. — ( i) For irrigation 
In the Schedule to the principal Notification , --- 

pumping and Agriculture purpose, Rs. 36 / 

(Rupees thirty six ) per year /H.P . for con 
1. Under the heading A -Low Tension Supply : 

nected load or part thereof subject to a 

minimum of 2 H.P. 
( i) in item 1 ( a ) tariff -LT- D /Domestic ; for 

the Minimum charges , the following Mini 
mum charges shall be substituted , namely : 

( ii ) For poultry , dairy , piggery , piscicul 

ture , etc. for lights , fans, heating and other 
" Minimum charges . - Rs. 5 / - (Rupees five ) 

appliances, Rs. 5 / - (Rupees five ) per month 
month for the first 500 watts and 

per KW of connected load or part thereof " . 
Rs. 3 / - (Rupees three ) for every additional 
500 watts or part thereof of the connected (vi) in item 5. Tariff-LT -PL / Public Lighting 
load " . 

in the minimum charges , for the words and 

figures " Rs. 65 / - (Rupees sixty five ) " , the 
( ii) in item 1 (b ) . Tariff- LT- D / LIG , in the 

words and figures " Rs. 45 /- (Rupees forty 
Note , for the words and figure " Rs. 107-” , 

five ) ” shall be substituted . 
the word and figure " Rs. 5/2 " shall be 
substituted . 

2. Under the heading B. High Tension Supply , 

( i) in item 8 , Tariff-HT- O / Optional in the 
(iii) in item 2 , Tariff-LT -C /Commercial, for 

Minimum charges , for the words and 
the Minimum charges, the following Mini 

figures " Rs. 20 / -" , the words and figures 
mum charges shall be substituted , na 

.." Rs. 16 / -" shall be substituted . 
mely : 
“ Minimum charges - (i) For single phase 

( ii ) in item 9. Tariff H.T.- Ag / Agriculture in 
connection - Rs. 10 / - (Rupees ten ) per .. 

the Minimum charges, for the words and 
month for the first 500 watts and Rs. 5 % 

-o figures " Rs. 10 / - (Rupees ten )” , the words 
(Rupees five ) for every additional 500 = 43% whild and figures " Rs. 8 / - (Rupees eight ) shall 
watts or part thereof of the connected Toad ; .. be substituted . 


per 
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3. Under the heading C. Temporary Supply , 
(i) for item 10. Tariff LT- Temporary , the 
following 

item shall be substituted , 
namely : 


(ii ) in item 11 , Tariff. HT / Temporary , under 

the column Demand charges , 
( a ) in item ( a ) , for the words and figures 

" Rs. 50 / -" , the words and figures 

" Rs. 25 / - " shall be substituted ; 
(b ) in item (b ) , for the words and figures 

" Rs. 100 / - " , the words and figures 
" Rs. 50 / " shall be substituted . 


10. Tariff LT -Temporary 


Minimum charges 


1 ) Applicable to lights , fans and 

small appliances. 
a ) For single phase only 


Rs. 10 / - per day 
for supply upto 
3 days and Rs. 
5 / per 

day 
thereafter . 


4. Under the heading IV . Meter Rental Charges, 
( i) under sub -heading A. Permanent Supply , 

for item 3 , the following item shall be 
substituted , namely : - 
" 3. Hire of H.T. meter Rs. 50 / - per 
ing equipment . 

month " : 
( ii) under sub -heading B. Temporary Supply , 

for item 3 , the following item shall be 
substituted , namely : 
" 3. Hire of H.T. meter Rs. 100 / - per 
ing equipment. 

month or part 
thereof. 


b ) For three phase supply --- 


Rs. 50 / - per pe 
riod of service 
not exceeding 
one month . 


2 ) Applicable to motive power 


Rs. 10 / - per H.P. 
of connected 
load or 

part 
thereof. 


5. Item under the heading V. Temporary Discon 
nection Charges shall be omitted . 


3 ) Touring talkies and cinemas 


a 


This Notification shall be deemed to have come 
into force with effect from 1-7-1988 . 


Rs. 90 / - for 
period of supply 
upto 15 days . 
Rs. 180 / - for a 
period of supply 
exceeding 15 
days but 

but not 
exceeding 

one 
month . 


By order and in the name of the Governor of 

Goa . 


Subhash V. Elekar, Under Secretary ( Industries 
and Labour) . 

Panaji, 23rd September , 1988 . 
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